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No. 2213/ 2 - L. - Whereas it 

appears to 

the Governor of Haryana that land specified 
below is needed by the Government, at public expense, for a public purpose , namely , for constru 
cting Talwandi Distributary extension from R.D. 12000 to R.D. 18620 tail in village Talwandi Rukka , 
tehsil Bawaaj Khera , district Bhiwani. It is hereby notified that the land in the locality specified 
below is to be required for the above purpose. 

This notification is made under the provisions of section 4 of the Land Accalation Act, 1894 , 
for the information of all to whom it relates . 

In exercise of the powers conferred by the aforesaid section the Governor of Haryana 
hereby authorises the officers of Irrigation Department for the time being engaged in the under 
taking alongwith their servants and workmen , etc., to enter upon and survey land in the locality 
and do all other acts required or permitted by the section . 

Further, whercas the Governor of Haryana is satisfied that the land is required for the Talwandi 
Distributary which is of very urgent importance within the meaning of clause (c ) sub -section (2 ) of section 
17 of the the said act and whereas the Governor of Haryana is of the opinion that the provision of 
sub -section (2 ) of the said section thus applicable . It is hereby directed under sub -section S- A of 
the said act shall not be apply in regard to this acquisition . 

SPECIFICATION 


District 


Tehsil 


Name of 
Village & 
H. B. No. 


Are in 
gcret 


Boundary 


in 


A strip of land mcasuring 6620 fot 

length and varying in widths and 
comprising part field numbers given as 
under : 


Bhiwani 


Bawani 
Khera 


199 


Talwandi 
Rukka 


12.60 


1 , 2 


( 2 ) 


194 


1, 2, 9, 10 , 11, 12, 19 , 20 , 21, 22 


185 


2 , 3 , 8 , 9 , 12, 13, 19 , 22 


180 


2 , 3 , 8 , 9 , 12 , 13, 18 , 19 , 22 , 23 


173 


10 , 11 , 12 , 19, 20 , 22 , 23 


174 


165 


4 , 5 , 6 , 151, 9, 10 , 11, 12 , 18 , 19, 23 , 24 


160 


161 


164 


21 


22 , 23 , 24 , 25 " 


2 , 3 , 4 , 5 


Total 


12.60 


And generally lying in the direction from 
south to north as dcroarcated at site and 
88 shown on the plan . 


